To:  Caroline  Kramer[ckramer5@csc.com];  Kerrie  Baciocco[kbaciocco@csc.com] 

Cc:  Hoff,  Meianie[Hoff.Melanie@epa.gov];  Charlie  Appleby[Appleby. Charlie@epa.gov];  Myer, 

Shari[Myer.Shari@epa.gov];  Sara  GoehifGoehl. Sara@epa.gov];  Lucinda  Taylor 
(Taylor.Lucinda@epa.gov)[Taylor.Lucinda@epa.gov] 

From:  Gannon,  Nick 

Sent:  Mon  8/10/2015  8:06:10  PM 

Subject:  RE:  CLP  - R8  support 


Caroline, 


Additional  info,  for  24  hr  TAT  MA  from  R8: 

R8  needs  24  hr  TAT. 

Samples  will  be  sediments,  soils  and  waters. 

Needs  total  recoverable  metals  including  Hg  and  hardness.  No  CN. 
ICP-AES  for  soil  and  sediments. 

ICP-MS  for  surface  waters. 

ISM  published  CRQLs. 

Standard  CLP  deliverables.  R8  will  access  data  via  the  SMO  portal. 

We  need  to  present  our  capacity  and  capability  to  R8  tomorrow  (Tuesday)  morning. 

Thanks, 

Nick 


From:  Gannon,  Nick 

Sent:  Monday,  August  10,  2015  3:25  PM 

To:  Caroline  Kramer;  Kerrie  Baciocco 

Cc:  Hoff,  Melanie;  Charlie  Appleby;  Myer,  Shari;  Sara  Goehl;  Lucinda  Taylor 
(Taylor.Lucinda@epa.gov) 

Subject:  CLP  - R8  support 
Importance:  High 
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Caroline/Kerrie, 


We  are  offering  CLP  support  to  regions  R6,  R8  and  R9  for  the  Gold  King  Mine  Release  site. 
They  are  looking  for  ISM  lab  capacity,  24  hr  TAT,  and  standard  CLP  deliverables.  We  are 
confirming  the  analyte  list,  http://www2.epa.gov/region8/iipper-animas-mining-district 


For  now: 

1)  Please  research  the  MA  database  for  an  existing  24  hr  TAT  ICP-AES  (routine  list  and 
CRQLs)  MA.  If  one  exists  in  CASC  format  please  send  to  ASB. 

2)  If  one  exists  in  the  old  contract  format,  please  update  to  the  new  CASC  format. 

3)  If  nothing  exists,  please  create  a new  MA  in  CASC  format. 


We  are  confirming  the  ICP-AES  analysis  and  determining  if  Hg  and  CN  are  required. 


There  is  the  possibility  for  36  hr  and  48  hr  TAT  work  also. 


Thanks, 

Nick 


Nicholas  Gannon 

USEPA  Region  6 Houston  Laboratory 
10625  Fallstone  Rd. 

Houston,  TX  77099 
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